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LIMITED OFFICIAL USE SAO PAULO 2063 

DEPT FOR O/MED 

E.O. 11652: N/A 

TAGS: OGEN AMED BR NL 

SUBJECT: ISOTOPIC HEART PACEMAKER 

1. PATIENT OF INTEREST TO CONGEN SAO PAULO IN URGENT NEED 
OF PACEMAKER BY END OF SEPTEMBER. SAO PAULO AGENT HAS 
DELIVERY PROBLEMS. US/MINNEAPOLIS DISTRIBUTOR TEMPORARILY 
OUT OF STOCK. 

2. ITEM DESCRIBED AS ISOTOPIC BIPOLAR PACEMAKER (72BPM. 

10MA) WITH EPICARDIAL LEADS, BIOPOLAR. 54CM (CAT. NO. 691 3-D). 
MANUFACTURED BY MEDTRONIC BV, AMSTERDAM. 

3. PRESCRIBING PHYSICIAN S NAME: DR. PRADO FORTUNA, 
CARDIOLOGY INSTITUTE, CAMPINAS, SAO PAULO. 

4. WOULD APPRECIATE CONGEN REP CONTACT MR. COR VANDENBERG 
OF MEDTRONIC BV, TEL: 020-454-135 AMSTERDAM, TO ASCERTAIN 
AVAILABILITY, BEST POSSIBLE PRICE, EARLIEST DELIVERY. MAXIMUM 
FUNDS AVAILABLE APPROXIMATELY US$4100. DELIVERY OF ITEM 
(APPROX. 10 OZ) SHOULD BE BY AIR POUCH. 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 12 SEP 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: garlanwa 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973SAOPA02063 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: SAO PAULO 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730939/aaaabcwx.tel 

Line Count: 50 
Locator: TEXT ON-LINE 
Office: ACTION MED 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: garlanwa 
Review Comment: n/a 
Review Content Flags: 

Review Date: 20 SEP 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <20-Sep-2001 by smithrj>; APPROVED <21 -Nov-2001 by garlanwa> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: ISOTOPIC HEART PACEMAKER 
TAGS: OGEN, AMED, BR, NL 
To: n/a 
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